This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 50. 


Sea reverse side for 
additional information. 


Laris 




Interagency Report Control No 
0180-OOA-AN A 


UNitED STATES DEPARTMENT OF AGRICULTURE i 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Oct . I , 2000 - Sept . 30 , 200 I 

1. REGISTRATION NO, CUSTOMER NO. 

86-R-0002 1043 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

ARIZONA STATE UNIVERSITY 

ANIMAL CARE PROGRAM 

TEMPE, AZ 85287 
(602) 965-4385 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes; 


See Attached Listing 

Price Road Facility 


Schwada Classroom Office Building - 3rd floe 


Animal Resource Center / Aquatic Terrestrial 


Psychology Building - 3rd floor 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

3y The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, anaigesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 





0 

5. Cats 





0 

6. Guinea Pigs 





0 

7. Hamsters 

32 

37 I 



37 I 

3. Rabbits 


2 

I 24 


126 

9. Non-Human Primates 



2 new this ve^ 
4 continuing i 

,r 

rm 

6 

i 

10. Sheep 



prior years 


0 

11. Pigs ] 


. .. i 

82 


82 

12. Other Farm Animals 






Horses | 


■ 14 



14 

13. Other Animals 




in ^ H v// 


Chinchillas 



24 


! NM ^ 

24 

Chipmunks 


4 


illli 

ner, u'>i\ 

4 

Deer mice 


14 


I 

I 

i I 

14 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use oft anesthetic, anajqesic.-‘an^rarquillzlhg drugs, prior t o. du 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the I AC UC -approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 





This report is required by law (7 DSC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21 50. acditional information. 01 80-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO. 

86-R-0002 1043 

FORM APPROVED 

OMB NO. 0579-0036 

CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Oct . I , 2000 - Sept . 30 , 200 I 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

ARIZONA STATE UNIVERSITY 

ANIMAL CARE PROGRAM 

TEMPE.AZ 85287 
(602) 965-4385 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number Of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures; results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

0 + E) 

Ground squirrels 


4 



4 

Round tailed squirre 

Is 


42 


42 

Pack rats 


2 



2 . 

Pikas 



129 


129 

Shrew 


2 



2 

Voles 


4 



4 
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1 
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i- . 

1 


ASSURANCE STATEMENTS f UouA. A;- ^iS. Kt-C. 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use cf-.aoestbetJ{i.,aDalgesic,!landtranquiliziD 9 _dajgs..i}i:iQ£_to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 
i certify that the above is true, correct, and comolete (7 U.S.C. Section 2143) 


< 


DATE SIGNED 


Ai I ii%j I wiMfi I Yo rv./rvj»i oo;, wnit;n IS-OOSOIOIB T 1 “HEADQUARTERS 


(AUG 91) 





This report is required by law (7 USC 2143). Failure to report according to the regulations can 
resul>in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 




^r/s 


Interagency Report Ci 
0180-OOA-AN 




1. REGISTRATION NO. CUSTOMER NO. 

86-R.0005 1045 

FORM APPROVED 

OM0 NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 1 

include Zip Code) 


NORTHERN ARIZONA UNIVERSITY 

BOX 4130 

FLAGSTAFF, A2 86011 
(520) 523-^880 



UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets If necessary.) ReseAr.£.ii-Annex fr^hblts) I Wuparki and frafor ^ ^ 


FACILITY LOCATIONSfs/fes) 


See Attached Listing 

Local national monumnets, including Wupatkil 


, Sunset Crater, Walnut Canyon, 


Orartd Can yon Na^t.^ Park. Coconino and Kaibaf b Nat. Forests 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7022 A } 


A. 

Animals Covered ' 

By The Animat 

Welfare Regulations 

8. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
■ distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






3. Rabbits 


2 



2 

I 9. Non-Human Primates 






10. Sheep 



! 


11. Pigs 






12. Other Farm Animals 












13. Other Animals 






PlT-i-ynn mrMiea 


; 

107 



193. ... 

■R-ritqh Thniic:^ 


i J 

1 1 4 



119 

TlPP-r mnngp 



12 rrr.;- 

■~:v — ' — 

101 


ASSURANCE STATEMENTS 




n 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing driigs, prior to, during, 

and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. ; | 

2) Each principal investigator has considered alternatives to painful procedures. NOV 3 ~ ^ 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions'to the standards and r^ulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

I ■ ■ i 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. i ; _ t 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

! certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE “ ‘ ‘ 

j 

DATE SIGNED 


APHIS FOF 
(AUG 91) 


- HEADQUARTERS 

























See reverse side for 
additional information. 


* This report is required by law (7 USC 2143), Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 50. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


Interagency Report Control No 
0180-OOA-AN 


1. REGISTRATION NO. CUSTOMER NO. 

FORM APPROVED 

0MB NO. 0579-0036 

86-R-0005 1045 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

include Zip Code) 


NORTHERN ARIZONA UNIVERSITY 

BOX 4130 

FLAGSTAFF, AZ 86011 
(520) 523-4880 



Animals Covered 
By The Animat 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests, (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

{Cols. C + 

D + E) 


Harvest mouse 




ASSURANCE STATEMENTS 5 


1} Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs] prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. \ 

2) Each principal investigator has considered alternatives to painful procedures. ' - | 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Cara and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 




APHIS I 
(AUG 91) 


1 - HEADQUARTERS 






This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

* result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

86-R-0009 1051 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USD A. 
include Zip Code) 

W. L GORE & ASSOCIATES. INC. 

1505 N. FOURTH STREET 

FLAGSTAFF. AZ 86001 
(520) 526-3030 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary. ) 


FACILITY LOCATlONS^srfes; 


See Attached Listing 

Science Center, Flagstaff, AZ 86002 


(b)(6), (b)(7)c 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) | 

A. 

Animats Covered 

By The Animal 

Welfare Regulations 

8. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cois. C + 

D + E) 

4. Dogs 

10 

8 

196 

0 

204 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

25 

0 

143 

0 

143 

9. Non-Human Primates 

0 

0 

0 

0 

0 

10. Sheep 

3 

0 

22 

0 

22 

11. Pigs 

1 

. . . .0. 

34 

0 


12. Other Farm Animals 

0 

0 

0 

. 0 

0 





n 


13. Other Animals 

0 

0 

0 

0 

0 





n Fr 






i i u 1 







n 


1 ASSURANCE STATEMENTS 

'"“I . ” ’ j'~' 

1 

1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate us i 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facili y 

2) Each principal investigator has considered alternatives to painful procedures. 

3} This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the s 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exception 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate v 
aspects of animal care and use. 

of anesthetic, analoesic. and tranquilizing dkiqs. pr 

USOA, AP.HIS. R£AC. AC 
SACRA.MEliTO. CA 

tandards and regufations be specified and expiaine 
alt the exceptions is attached to this annual rep 
s. as well as the species and number of animals aff< 

eterinary care and to oversee the adequacy of othei 

or to, during. 

1 by the 

Drt In 
jcted. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Leaallv Resnonsible Institutional officiah 


SIG^ 

or Print) 

DATE SIGNED 





APH., , 
(AUG 91) 


PART 1 - HEADQUARTERS 










r. 


APHIS Form 7023 Site List 
Th<fi follo\A«ing sites have been reported by the facility. 


Registration Number: 
Customer Number: 
Facility: 


86-R-0009 

1051 

W. L. GORE & ASSOCIATES, INC. 
1505 N. FOURTH STREET 
FLAGSTAFF, AZ 86001 
(520) 526-3030 






This repon is required by law (7 DSC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control Mo 

result in'an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-OOA-AN 


, UNITED STATES DEPARTMENT OP AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

86-R-0016 1053 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

HARRINGTON ARTHRITIS RESEARCH CENTER 

300 N. 18TH STREET 

PHOENIX. AZ 85006 
(602) 254-0377 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 

FACILITY LOCA 

T10NS(s//esJ 


See Attached Listing 


1 REPORT OF ANIMALS USED 8Y OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

8y The Animal 

Welfare Regulations 

B.- Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C, Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

0 + E) 

4. Dogs 





z 

5. Cats 






6. Guinea Pigs 






7. Hamsters 






3. Rabbits 






9. Non-Human Primates 






10. Sheep 






11. Pigs 



Ho 


HO 

12. Other Farm Animals 










i ■ — > ■- ’ “c: ; .t:: .z — 


13. Other Animals 










hj;!! SEP2 7 7'’ni 






I i — ' i 
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i 



ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the iACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


r\ 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 



('Type or Print) 

DATE SIGNED 





> 


PART 1 - HEAEklUAkTERS 



APHIS Form 7023 Site List 


The following-sitej»have been reported by the facility. 


Registration Number: 

86-R-0016 

Customer Number: 

1053 

Facility: 

HARRINGTON ARTHRITIS RESEARCH CENTER 

300 N. 18TH STREET 

PHOENIX. AZ 85006 
(602) 254-0377 


HARRINGTON ARTHRITIS RESEARCH CENTER 
300 N. 18TH STREET PkC’&i'l^ AZ, 'StS 0 6 G 
ORTHOLOGiC CORP. 

1275 WJ^tfASHINGTON. TEMPE, AZ 85281 
PHOENIx, AZ 85006 



USOA, APHIS, REAC. AC 
.<tAnRAMENTO. CA 





iU y 


np-t l-O'f 

This report is required by law (7 use 2143). Failure to re xordlng to the regulalions can See reverse sidt Interagency Report Control No ' 

result in an order to caase and desist and to ba subject to ^ ..allies as provided for in Section 2150. additional inform . 0180-DOA-AN 


UNITEO STATES DEPARTMENT OF AGRICULTURE 
, animal and PL^NT health INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO, CUSTOMER NO. 

86-R-0022 1058 

FORM APPROVED 

0MB NO. 0579-0036 

2, HEADQUARTERS RESEARCH FACILITY (Name end Address, as registered with USOA, 
include Zip Code) 

PRIMATE FOUNDATION OF ARIZONA 

P. 0. BOX 20027 

MESA.AZ 85277 
(480) 832-3780 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSfsffes; 


See Attached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A } j 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

□, Number of animals upon 
which experlmants, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to (ha animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

. E. Number of animats upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 

0 

76 

0 

0 

76 

10. Sheep 






11. Pigs 






1 2. Other Farm Animals 












13. Other Animals 






















^ ' 7 ' tX] ro r'l n.-i 


I ASSURANCE STATEMENTS 

■ ■ I Uf) (5 U ''J/ I n I j i 


1) Professionally acceptable standards governing (he care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, | ! 
and following actual research, teaching, testing, surgery, or axperimentallon were followed fay Uiis research facility. : ; ‘ l! 


2) Each principal investigator has considered alternatives to painful procedures. ! ; ; ^ 0 9001 * 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to (he standards and regulations be specified and explSTned oy the- • ; 

principal investigator and approved by the Institutional Animal Cars and Use Commfliee (lACUC). A summary of all the exceptions Is attached to this annual report. In i j 

addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number oLarjinials a^^ected.^j ( 

4) The attending veterinarian for this resaarch facility has appropriate authority to ensure tha provision of adequate veterinary care and to oversee the adequacy of other ; 

aspects of animal care and use. : 1 . r- ' ■ ; 2 ' . ‘ 



CERTIFICATION RY HFADOUARTFR.R RF.RFARCH FACII ITY OFFICIAI 





Print) 

DATE signed’ 




9 - 24-01 


A 


PART 1 - HEADQUARTERS 



.-eport is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report 
01 80-00 A- AN 


lort Control No 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

86-R-0030 1275 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

ALGOR LIFE EXTENSION FOUNDATION 

7895 E. ACOMA DRIVE, STE 110 

SCOTTSDALE. AZ 85260 
(480) 905-1906 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSrs/fes; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfa.'e Regulations 

8. Number of 
animals being 
bred, 

conditioned, or 
hald for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 


o 

o 

(D 

o 

5. Cats 

0 

0 

o 

O 

o 

6. Guinea Pigs 

0 

0 

LP 

o 

o 

7. Hamsters 

o 

n 

0 

o 

0 

I 3. Rabbits 

o 

0 

0 

0 

0 

i I 

I 9. Non-Human Primates i 

o 

o 

O 

o 

0 

10. Sheep 


0 

Lp 

o 

o 

1 1 . Pigs 

0 

0 

O 

o 

o 

12. Other Farm Animals . 


o 

o 

o 

o 







13. Other Animals 

0 

0 

o 

o 

o 





1 ' C ;S ’’ ^ ‘ ' ! 


j 




1 1 i 1 ^ ^ ' ; ; 

{ 



\ 


niiii 

1 


1} Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, a nalgesic, and t ranquilizinq-dFugsrpnor to, during, 
and following actual research, teaching, testing, surgery, or e.xperimentation were followed by this research facility. i 1 iCh- i A 'n' S 1 

2) Each principal investigator has considered alternatives to painful procedures. | — . — 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report, in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



(AUG 91) 


















This reoort is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150, 


See reverse side for 
additional information. 


Interagency Report ControTTJo 
0180-OOA-AN 


. UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

86-R-0031 1698 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zio Cede) 

SUN HEALTH RESEARCH INSTITUTE 

10515 W. SANTE FE DR. 

P. 0. BOX 1278 

SUN CITY, AZ 85372 
(623) 876-5328 

3, REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCAVOf^Sfsites) 


See Attached Listing 


j REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 


O 

cD 

O 

O 

5. Cats 

o 

o 

0 

O 

a 

3. Guinea Pigs 

O) 

o 

G 


9 

7. Hamsters 

O 

c 

O 

n 

o 

3. Rabbits 

O 

o 

(90 

o 

(90 

9. Non-Human Primates 

O 

o 

O 

o 

9 

10. Sheep 

o 

o 

o 

i 

o 

O 

11. Pigs 

(9 

o 

o 

9 

9 

12, Other Farm Animals 

(9 

o 

o 

O 

o 







13. Other Animals 






r~ LJs 


(9 

y>fn 

9 

EBHi 







f 









rrmiTT 

nl 


ASSURANCE STATEMENTS 

I 

! 

LM i!i!l 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgosicj and trai 
and following actual research, leaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and reguiptions bMpedfied and explained by the: 


principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions! 


addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number, Qf;animals. affected. 




bLsp 




is attach ecUo ‘this annual report. lr> * 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



.EADQUARTERS 


(AUG 91) 























APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 
Customer Number: 
Facility: 


86-R-0031 

1698 

SUN HEALTH RESEARCH INSTITUTE 
10515 W. SANTE FE DR. 

P. 0. BOX 1278 
SUN CITY, A2 85372 
(623) 876-5328 


SUN HEALTH RESEARCH INSTITUTE 
10515 W. SANTE FE DR. 

SUN CITY, AZ 85351 




This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 01 80-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

86-R-0032 10322 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
indude Zip Code) 

ARIZONA HEART INSTITUTE FOUNDATION 

2632 N. 20TH STREET 

PHOENIX. AZ 85006 

3, REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSfs/fes; 


ARIZONA HEART INSTITUTE FOUNDATION 

PHOENIX. A2 85006 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) j 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animats upon 
which experiments. 

■ teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
O^E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






3. Rabbits 






9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 






















i 

1 

^ 

ASSURANCE STATEMENTS | 


1} Professionally acceptable standards governing the care,- treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual repon. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and usa. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 
I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


A. 


DATE SIGNED 


I 1/12/2001 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18*23 (Oct 83), which is obsolete 


PART 1 - HEADQUARTERS 













See reverse see ^or 

actiiiional ifrfomianon. 


[nrerager-.c/ Repor. Ccrtrpl Nc 
C120-COA-AN 


This rep > is recuired Sy law {7 USC 2143). failure to reocr! according :c oie regulations can 
,'S 5 U (1 m an creer lo cease and desist and lo Pe subject to penalties as ptovi<reg far in Section 2150 


■ UNITED STATES DEPARTMENT Or agriculture 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

\. REGISTRATION NO. CUSTOMER NO, 

86 -R-a 003 1044 

FORM APPROVED 

OM3 NO. C575-CC36 

2_ HEADQUARTERS RESEARCH FACILITY (Name and Accr^ss. as register^ wim USOA. 
irrc'trde Up Cdde^f 

UNIVERSITY OF ARIZONA 

1521 N. CAMPBELL AVE./P 0 30X 245092 

TUCSON. AZ 35724 
(520) 625H5702 

I. REPORTING facility (List ail locations wnero animals were heusad or used m actual research, lasting, taaohing. expenmaniation. or Iheld for these purposes, Anacn additional 
sneets if necessary.)' 


f ACIUTY UOCATlON’Si's.res; 


See Ar^cnec Listing 


REPORT OF ANIMALS UScO SY OR UNDER CONTROL OF RESEARCH FACILITY M“3C*i atfe/tiona; sneers i/ necessary or t/se APHIS PORM J022A ) 


1 Animals Covered 

3y The Animal 

Welfare .Regulations 

t 

i 

1 

8. Number of 
anirr.als being 
bred. 

condilToned, or 
held for use in 
teaching, testing, 
exaertments, 

research, or 

surgery Put not 
yet us«d for such 
purposes. 

C. Numoer c# 
animais upon 
which teaching, 
research. 

exoenmems, or 

tests were 

conducted 
involving no 
paifi, dis'LTsss, or 
use of oam- 
reiieving drugs 

□. Numcer of animals upon 
Which experiments, 
teaching, research, 
surgery, or tests were 
conoucted involving 
accompanying pain or 
distress to the anmats 
and for wr.ich approoriate 
anesthetic, analgesic, or 
tranquiliztng drugs were 
used, 

c. Numoer of animals upon wmch teaching, 
sxpenments. research, surgery or tests were 
ccnductad invofving acdomoanymg pain or dis^ess 
lo the animals and for which the use of appropnate 
ariesthelicanalgesic. ortranguilizingdrugs would 
have adversely affected the procedures, resufts. or 
interr.'etafion of the taaching. research, 
experiments, surgery, or tests. (An sxplaranon or 
fhe procedures prtxducing pam or distress m (nese 
ammais and the reasons such drugs were not used 
must Pe attached ta this rsporT) 

total no. 

Or ANIMALS 

(Cols, C * 

0 *E) 

4, Dogs 


- 

39 


39 

5. Cats 



19 

- 

19 

S. 'Guinea Pigs 


109 

- 


109 

7. Hamsters 


37 j 108 

47 1 192 

i. rt'CCltS 


/Z I IZj 

— : 9 1 7 

j 9. .Mnn-Hurnsn '-'nmates I 

- 

10 


10 

1 C. Sheep 


1 . ! 84 1 - i 83 

1 - i 

i iL.-iCS 1 

10 1 155 1 12 !i 77 

I 

12 , Other hirm Animals 




1 1 

1 n - 

Bovine 


1 4 1 U 

' 1 i 

49 ■ 1 - 1 

190 

1 3. other Animals j 


1 

1 



3e £. r 


1 i - 

- I 

1 

Gerbil 

4 j 

120 

1 

124 

Gos.ls j 

4 j 

i 

— 



[ ASSURANCE STATEMENTS 


1) Protessjonaity acceoiadie stardarcs governing tne care, (/eatmeot. and use of animals, including appropriate use cf anesifieiiCL analgesic, and trarquiiizing drugs, pnor to. durng, 
and following acual research, teaching, testing, surgery, or experim enation were followed oy this research facility. 


Each phncioat investigator has considered aftemattves to pamfui procedures. 


NGv 


/ 1 , 


1) T>,is faciiity is acnenng to the standards and regulations under Tie Act, and it has required that exceptions to Ihe standards and regulations be speefted and explained oy the 
pnncical mvestigatcr and approved bv the instrtutionai Animal Care and Use Committee {lACUCL A summar/ of all th« exceptions is attached to this annual report. In 
addition to dent.f/irg the lAC'JC-aocroved exceptions, Tls summary nciudes a pnef explanation of the excaoticns. as welt as the speaes anduiumoei; oranim3fs.a^ec1ed~C^T"” 

4) The actendrng vetennanan for this research facility nas appropnate authority to ensure the provision of adecuaie vgtennarr ari<J to oversee the aasquapy^of other |j 

aspects of amm.al care and use. _ . 


I n I ! 


CERTiFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL : 
(Chief Executive Officer or Legally Responsible Institutional official); 

I cerjfy the above is tnje, coirect. and compiele (7 U.S.C. Section 2143) 



\DQUARTERS 










T>is :ecQrt is recuired 5y law (7 USC 2^1 ■^2). Faiiura :o reporr accofCirg to :rie regu/aiicns can 
result in an croer to cease and desist and to be suojea Ic penaftres as orovrcjeo fcr n SocT.icn 2150. 


S«?e reverse side for 
acaiticnai in forma tic n. 


interai^enc^ Raoon Centro! No 

oiac-ooA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

CONTINUATION SHEETFOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. CUSTOMER NO. 

86-R-0003 1044 

1 

.FORM APF.RCVED | 

0MB NO. C57S-X30 1 

1 1 

Z. HEAOQUARTcRS RESrARCH FACILITY (Name end Address, as registered wi.'n USCA j 

inc/ude Zio Code) 


UNIVERSITY OF ARIZONA 

1501 N. CAMPBELL AVE. ? 0 3 0 X 245C92 

TUCSON. A2 85724 
(520) 626^6702 



REPORT OF ANIMALS USED 3Y OR UNDER CONTROL OF RESEARCH FACILITY {A(tacn add/iona/ sneers r/ necessary Or use itus .‘nrm.} 


1 A. 

Ahanais Covered 

By The AnimaJ 

Warfare Regulations 

j 

3. Numoer of 
animals being 
bred, 

rcndtlioned. or 
held .'or use in 
leaching, lesting, 
experiments, 
research, or 
surgery buf not 
yef used for sucn 
purposes. 

C. Number of 
animals uoon 
which tcaaning. 
research. 

expenmenis. or 

tests were 

concucted 
involving no 
pain, cistress, or 
use of pain- 
relieving drugs. 

1 Q, Number of animals upon 
which expehmenis, 
leacpiirg. research, 
surgery, or tests were 
conduced involving 
accompanying pam or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, cr 
Irar.quitCJng drugs were 
used. 

5^ Number of animals uoon which teacmag. 
expenments. research, surgery cr tests were 
conducted invoking accompanying pain or distress 
to ihe aniimals and for wmeh the use of appropriate 
anes'uhetic, analgesic, or tranquiJizmg drugs would 
nave adversely affected Ihe procedures, results, or 
irfsrpretafion of the teaching, researen, 
experiments, surgery, or tests. (An expfanarion cf 
.'he procedures produdng pain or distress in tnese 
anirr.ais and tPe reasons sucn drugs were nci used 
rnus: oe aflached :o tnts report) 

! 

; total no. 

OF ANIMALS 

(Cols. C ♦ 

D* El 

1 Horse 


30 

- 


30 

Wild bats 


1007 


- 

1007 

! . , . . , . 

\ wii.G I ex me 

1 


1 

- 

- 


Wild Rodents 


1806 

- 

- 

1806 

i 

I 

I 


... 


i 

I 

1 

f 

i 



1 

1 





1 


i 



j 


1 

! 

j 


i 

! 

1 j 

i 

i I 

‘ 1 


1 1 

i 


i 


i : 

1 

! 

i 



! i 


1 1 

1 ' 

I 1 

t 1 

^ i 


I j 

1 1 


i 






i 


I 

1 




1 

i 



1 ■ i 

1 i 



i 

I 

1 

! 


ASSURANCE STATEMENTS 


1) Professicnaily accectaole standards governing trie care, treatjnenL and use of animals, including apprapnate use of anesnetic, anaigesiC. and iranquifizing drugs, pnor lo. cunng, 
and following actual researeJn. isacimg, le sting, surgery, or expenmentanon were followed by [Tiis researsn fadirty. 


2) Eacn pnnopal mvesiigatcr has considered alternatives to parnfuJ procedures. | 

3} This facjiity is achannq to ITe standards and regulations under tjne Ac. and it has required that excepuons to the standaros and reguUtions De specified and explained by the 
pnnc’oai mv&stigatcr and aoproved by the Institutional Animal Cara and Use Committse (lACUCL A summary of ail the exceptions is attached to this annual report, tn 
addition lo identifying the tAuL/C-aocroved excaotions, tnis summar/ includes a Onef explanation of the exceptions, as well as the speoes and numoer of animals affected 


The ariending vetennanan for this research facility has appropriate auihcrrty to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal cars and use. 


CERTIFICATION 3Y HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer or Legally Responsible Institutional official) 

1 certify tnat the above is true, correct and complete (7 U.S.C. Section 2143) 

DATE SIGNED 

///*p/ 

1 - HEADQUARTERS 


«6-R-003 



Facility 

Status 

Location 

Contact Person 

Site 001 

Active 

Arizona Health Sciences 

Center 

1501 N. Campbell Ave. 

P-O. Box 245092 

Tucson AZ 85724-5092 

Pima County 

(b)(6), (b)(7)c 

Site 002 

Active 

Central Animal Facility 

1 127 E. Lowell Ave. 

P.O. Box 245092 

Tucson AZ 85724-5092 

Pima County 


Site 003 

Active 

Psychology Building 

1503 E, University Blvd 

P. 0. Box 24592 

Tucson, AZ 85724 

Pima County 


Site 004 

Active 

Wildlife Research Center 

2230 E. Roger RcL 

P. 0. Box 24592 

Tucion, 85724 

Pima County 


Sire 005 

Laacdve 

Campus Agricultmai Center 

4101 E. Carnobcil Ave. 

P.O.Box 24592 

Tucson, AZ 85724 

Pima County 


Site 006 

Active 

LA cue <2: Records 

Central Animal Facility 

1127 E. Lowell Ave, 

P.O. Box 245092 

Tucson AZ 85724-5092 

Pima County 


Site 007 

Active 

Veterans Administration Hospital 
3601 S. 6*^ Avenue 

P.O. Box 245092 



Tucson A2 85724-5092 
Pima County 




Column E Explanation 


This form is intended as an aid to completing the Column E Explanation. It is not an official 
fonn and its use- is voluntary. Names, addresses, protocols, veterinary care programs, and the 
like, are not required as part of an explanation. A Column E explanation must be wntten so as to 
be understood by lay persons as well as scientists. 

1 . Registration Number: 86-R-Q003 

2. Number 12 of animals used in this study. 

3. Species (common name) Pigs Of animals used in the study. 

4. Explain the procedure producing pain and/or distress. 

Newborn pigs are exposed to wild type and mutant strains of Campylobacter 
jejuni and observed for clinical signs for no more than 6 days. Clinical signs 
may include diarrhea, bloody feces, loss of body weight. 

5. Provide scientific justification why pain and/or distress could not be relieved. State 
methods or means used to determine that pain and/or distress relief would interfere with 
test results. (For Federally mandated testing, see item 6 below). 

Clinical signs of C. jejuni are secondary to the infectivity/pathogenesis of the 
bacteria. The administration of analgesics may affect the normal progression 
of disease and microscopic lesions necessary for diagnosis. It has been 
shown (Lamb and Joens, 1996) that the use of opioid analgesics, such as 
methadone can release histamines, decrease gut motility, etc. NSAIDS 
inhibit the inflammatory response. Neostigmine and xylazine decrease gut 
motility (Kohn and Muir, 1998). 

6. What, if any, federal regulations require this procedure? Cite the agency, the code of 
Federal Regulations (CFR) title number and the specific section number (e.g., APHIS, 9 
CFR 113.102); 

None. 
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T ii 


iU 


L_ 


USDA, APlfS tttAC, AC 


NOV 2 I rn 



Column E Explanation 


This form is intended as an aid to completing the Column E Explanation. It is not an official form 
and its use is voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not 
required as part of an explanation. A Column E explanation must be written so as to be understood 
by lay persons as well as scientists. 

1 . Registration Number; 86-R-Q003 

2. Number 47 of animals used in this study. 

3. Species rcommon name) ' Hamsters Of animals used in the study. 

4. Explain the procedure producing pain and/or distress. 

The study was designed to determine the relative toxicities of monomethyl- 
arsenious (MMA) and sodium arsenite on hamsters. The first aim of the study 
was to find a maximum tolerated dose (MTD) for sodium arsenite and MMA in 
hamsters. Animals were monitored every 2 hours for the first 48 hrs following 
intraperitoneal dosing. Animals were euthanatized after 48 hrs. {study duration) 
if they had not reached a moribund state. Those animals that reached the 
moribund state were euthanatized with COj. 

5. Provide scientific justification why pain and/or distress could not be relieved. State methods 
or means used to determine that pain and/or distress relief would interfere with test results. 
(For Federally mandated testing, see item 6 below). 

Analgesics were not used to treat signs of arsenic toxicity as the purpose of the 
study was to establish the maximum tolerated dose of two arsenicals in 
hamsters without obscuring the clinical signs of toxicity with concurrent 
medications of any type (including analgesics). Animals were monitored post- 
arsenical administration every two hours for 48 hours. Animals were to be 
euthanatized if they reached a moribund state or 48 hours after toxicity, 
whichever came first. A veterinarian or veterinary technician observed the 
animal each day, as well, to ensure animals were not suffering significant pain or 
distress. Veterinary experience with the animals is that they did quite well and 
showed minimal clinical signs prior to euthanasia at 48 hours. Animals 
continued to eat, drink, and were mobile throughout the 48 hour period. 

6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal 


Regulations (CFR) title number and the specific section numb 
113.102): 

et-l 

r~\ 

1] 

e.g.,-AEHIS,^CEB 

It’ 1 H Ll i7! 


N 

ImIi 

None. 

i p 

ul 

' -■ , '-li'’' 

i| 
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